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IN  presenting  this  small  catalogue  of  Hand-Beaten  Copper,  we  offer  what  we  believe  to 
be  the  choicest  assortment  of  designs  to  be  found  on  this  side  of  the  Atlantic.    A  large 

majority  of  the  patterns  shown  herewith  are  reproductions  of  the  best  importations, 
yet  many  are  reproductions  of  early  Colonials  and  other  antiques. 

The  workmanship  is  the  best  which  can  be  produced  by  the  skilled  copper-beaters 
employed  in  our  shops.  An  experience  of  many  years  at  the  same  trade  augmented  by 
the  teachings  of  their  fathers  and  the  acquired  knowledge  of  their  ancestors — all  copper 
workers  for  generations  past — has  given  these  craftsmen  an  individuality  which  is  apparent 
in  each  piece  which  comes  from  their  hands.  Every  article  is  carefully  inspected  by  a 
competent  foreman,  under  whose  direction  the  copper  work  is  wrought. 

The  standard  finishes  are  "Antique  Copper"— a  rich  brown  hue,  giving  the  color  and 
appearance  of  age — and  "  Natural  Copper,"  a  natural  oxidation.  The  raw  copper  when 
exposed  to  the  atmosphere  for  a  number  of  years,  results  in  a  che  .lical  combination 
which  produces  the  rich,  rare,  brownish  hue  to  be  found  in  geni  »  Antiques.  This 
"Natural  Copper"  is  produced  by  artificially  hastening  the  processes  or  nature. 

We  respectfully  solicit  a  sample  order.  Please  state  whether  shipment  is  desired  by 
freight  or  express. 

Yours  respectfully, 

STICKLLY  BROS.  CO., 

Grand  Rapids,  Mich. 
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No.  3 
Brass  Trimming. 
Height,  WA  in. 
Width  of  Bowl,  8--4 


gsnana 


ssiteim 


C@pp®i? 


No.  5 

Brass    Handle. 

Height.  17'+    in. 

Width  of  Base,  5  ii 


No.  73 
Wrought  Iron   Handle. 

Height,   15  in. 
Width  at  Base,  5, %  in. 


No.  31 

Brass  Trimming. 

Height,  12  in. 

Width  of  Bowl, -6  in. 


No.  69 

Height,  15K  in. 
Width,  S'A  in- 


No.  40 

.Width,  5  in. 
Depth,   1  in. 


JtHig  Wm 


OiJfllnT 
S*A*£ 


No.  70. 

Height,    13  in. 

Extreme  Width,  12  in. 

Width  at  Base,  6  in. 


No.  68 

Extreme  Width,  6}4  in. 
Depth,  3'4   in. 


mm  EasatMBssfeia  C®pp«ir 


No.  21 

Height,  9'j  in. 
Extreme  Width,  9  %  in. 
Width  at  Base,  4h   in. 


No.  II 

Height,  10  Vz  in. 

Width  of  Hon],  b'A  in. 


No.  34 

Height,  9  in. 
Extreme  Width,  8-'+  in. 
Width  at  Base,  4  in. 


No.  20 

Height,  9#   in. 

Extreme  Width,  9%  in. 

Width  at  Base,  5  in. 


No.  4 

Height,  10|^  in. 
Width  of  Bowl,  blA  in. 


Muflssnuim  manfldHBigsitaffl  C®pp®jr 


No.  19 

Height,  7'4   in. 
Width  of  Bowl,  8  in. 


No.  74 
Diameter,  18  in. 


Plkqp®©  mmd  Amh  Tirmj 


No.  12 

Diameter,  16  in. 


Msassnana  !n!§iiindl=H®iift@ia  Copper 


QUfflnr 


No.  16% 
Diameter,  6  in. 


QfJfllMT 


No.  36 
Diameter,   14  in. 


No.   17 
Diameter,  634  in. 


Wwsmsm 

JsinadHBsiifeini 
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No.   15 
Diameter,  6  in. 


No.  79 
Diameter,  14  in. 
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Wmmmm  mud  PfeKnciir 


No.  29 

Height.  10  in. 
Width  at  Base,  5K  in- 


No.  8 

Height,  10  in. 
Width  at  Base,  z>y2  in. 


No   65 

Brass  Trimming  and   Handle. 

Height.  l.V4    in. 

Width  at  Base.  b%   in. 


QTJfflriT 


Jm?(Eml(Birt 


No.  18 

Brass  Trimming  and  Corners. 

Remo\able  Pan. 

Height,  12#  in.     Base,  10  x  10  in. 

Extreme  Width,  14  in. 

Width  of  Opening,  10?4T  in. 

Depth  of  Pan,  111  in. 


No.  71 

Height,  (\%  in. 
Width  of  Opening.  10  in. 


MoHSsnama 


Copper 


hum  Pterin 


No.  80 

Wrought  Iron  Handle. 

Height,  14  in. 
Width  of  Bowl,  5> ..  in. 


No.  90 

Brass  Handle. 

Height.  16  in. 

Width  of  Bowl,  6  in. 


No.  75 

Wrought  Iron  Handle  and  Brass 

Trimming. 

Height.  19  in. 

Width  of  Bowl,  l'z  in. 


No.  76 

Wrought  Iron  Handle. 

Height,  19  in. 
Width  of  Bowl,  6'4  in. 


MunssniiiE  IHIaini]dHB®sifi@is  Copper 


KftdkKHrs 


No.  32 


Height,   15  in. 

Extreme  Width.   12'_.   in. 

Width  of  Bowl,  73+  in. 


No.  21 

Brass  Handle. 

Height,  12  in. 

Extreme  Width,   12  in. 

Width  of  Bowl,  7  in. 


laaiBB 
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No.  59 

Brass  Handle. 

Height,   lOJit   in. 

Extreme  Width,  9'/i  in. 

Width  of  Bowl,  7'/2  in. 


No.  22 

Brass  Handle. 

Height,  14'+   in. 
Extreme  Width,   9 '4   in. 
Width  of  Bowl,  5%  in. 


mmd  Uinm 


No.  46 

Turkish  Tube. 

Height,  HIV-  in. 

Width  of  Bowl,  4  in. 


No.  82 

Height,  9>t  in. 

Width  at  Top,  8  in. 

Depth  of  Bowl,  4'A  in. 


ssnsum 
IjHaiEidHBeaftem 

C@pp®r 


No.  47 

Turkish  Tubes. 

Height,  17  in. 

Width  of  Bowl,  6  in. 


£*&& 


No.  91 

Height,  14  in. 
Width  at  Base,  i'/i  in. 


QUAINT 


B©s  mmd  CmmMm  Sftiidfc 


No    63  (Cedar  Lined) 

Brass  Handle  and  Legs. 
Height,   i'4   in.;   Length,  6^4   in.;   Width,   5's  in. 


Mrassiaca  HsumdHleafeia  Copper 


No.  83 

Height,    11  in. 
Width,  6y2  in. 


No.  87  (Cedar  Lined) 


Brass  Trimming  and  Corners. 
Height,  6  in.;  Length,  12  in.;  Width,  6  in. 


No.  84 

Brass  Trimmings. 
Height,  10  in. 
Width,  5)4  in. 


No.  64  (Cedar  Lined) 

Brass  Trimming. 
Height,  6  in.;  Length,  ll>z  in.;  Width,  (t%  in. 


No.  26 

Wrought  Iron  Handle;  Height,  10!^  in. 
Width  of  Base,  5%  in. 


No.  62 

Height,  6  '_,   in. 
Width,  5'4    in. 


&©» 


mm 


(£®ip>ip®if 


No.  30 
Height,  12  S  in.;   Width  at  Base,  7  '/2  in. 


No.  85 

Wrought  Iron  Handle.      Brass  Trimming. 
Height,  12,'/a  in.;  Width  at  Base,  6  in. 


No.  45 

Wrought  Iron  Handle;  Height,  7  in. 
Width  at    Top,  5%   hi. 


No.  27 

Wrought  Iron  Handles;  Height,  11  ■'+   in. 
Width  at  Base,  7  in. 


QUfliriT 
fesA*£. 


No.  44 

Wrought  Iron  Handle. 

Height,  iyz  in. 
Width  at  Base,  5j4   in. 


No.  38 

Wrought  Iron  Handle. 

Height,  5%  in. 
Width  at  Base,  4-!4  in. 


2>G@finn©  aundl  Mos||g 
^efonnaill  Pnnanii®ir°Fiinfl 


No.  28 

Brass  Clasps. 
Height,  7  in. 
Width,  434   in. 


snaiiffl 
unadHBdaiteffii 
Copper 


No.  78 

Wrought  Iron  Handle. 

Height,  8'4   in. 
Width  at  Base,  6  in. 


No.  25 

Height,  5-'4   in. 
Width  at  Base,  4  in. 


No.  33 

Height,  7  '2 
Width,  b'/2 


Height,   5  in. 
Extreme  Width,  8   in. 


No.  42 

Height,  6'4   in. 
Width  of  Bowl,  3%  in. 


No.  86 

Height,  7  in. 
Width  at  Base,  5% 


Mimssnasiffl 

IHIsiimdHBesiftscn 

C@pp@ir 


Height,  10 '4  in. 
Width  of  Bowl,  6  in. 


<atifnriT 


No.  43 

Height,  bJi  in. 
Width,  b%  in. 


¥ 


No.  57 

Height,  b'A  in. 
Width,  5>-2  in. 


^mm^  Twmj 


No.  77 
Length,  23  in.;   Width,  12  in. 


^fflssBSua  IMIfflffiidl=I®®aiftceffii  C®pp®r 


No.  39 

Height,  5 '4   in. 
Width,  blA  in. 


No.  7 

Height,  6  in. 
Width,  5V2  in. 
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No.  41 

Wrought  Iron   Handle*. 

Height,  2J4  in. 
Extreme  Width,  9'j    in. 


Copper 


No.  50 

Wrought  Iron  and  Wood  Handle.      Brass  Ferrule 
Pan,  4  x  9 '4   in.;   Extreme  Length.  27  '4    in. 


No.  24 

Height.  6  in.;   Extreme  Width,  8  in. 
Opening,  4-!(   in 


T@a  Fofts 


kfeM©  l!©ir  Pi 


No.   156 

Height,  d'j  in. 
Diameter  Pot,   5'j  in 
Nickeled  Inside. 
For  practical  use. 


MffilB 


*®PP®IT 


Height,  ll1..  in. 

Diameter  Pot,   6  in. 

Nickeled  Inside. 

For  practical  use. 


Height,  9  in. 

Diameter  Pot,  4'2    in, 

Brass  Trimmings. 

Nickeled   Inside. 

For  practical   use. 


Height,  8  in. 

Diameter,  7  in. 

Nickeled  Inside. 

For  practical  use. 
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No.  183 


Height,  14  in.;  Base  6  in.  square. 

Top,  4  in.  Diameter. 

Nickel  Lined.     Copper. 

For  practical  use. 

Alcohol  Lamp. 


outm 
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MrassnsiiB  E2aiffldl=Il®§i(te!B 
C®pp®sr 


No.  161 

Height,  11  in. 

Diameter,  5  in. 

Copper,  with  Brass  Trimmings 

For  practical  use. 


#•      I 


No.  158 

Height,  4  in. 

Diameter,  4  in. 

Nickel  lined. 

For  practical  use. 


No.  182 

Height,  14  in. 
Diameter,  7  in. 
Alcohol  Lamp,  nickeled  inside, 
For  practical  use. 


all  Brass. 
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Pfctem,  B®wk  ®m$  Wm 


No.  133 

Height,  10^  in. 
Diameter  Base,  4:4   in. 

Tinned    Inside. 
Brass  Rim. 


No.   134 

Height,  6  in. 

Width,  3;4   ii  . 

Diameter  Opening,  2  in. 


No.  92 

Height,  81..  in. 
Extreme   Diameter,   7 
Brass  Handle. 
Tinned   Inside. 


No.   139 


Heieht,  b%  in. 
Extreme  Diameter,   5^  in. 
Diameter  Opening,  2>2  in. 


Monsiaann  IE!IaiBdl=IB®sift®ffii  Copper 


No.   122 

Height,  13  in. 
Diameter  Base,  6*2 
Diameter  Opening, 
Brass  Handle. 
Tinned   Inside. 


¥? 


ixifluvr 
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No.   143 

Heiuht,  U  in. 
Extreme  Diameter,  <■  in. 
Diameter  Opening,  2  in 


No.   124 

Heitiht,   4  in. 

Extreme  Diameter,    5  '  j  in. 

Diameitr  Opening,  3  in. 


No.   127 

Height,  7H  in. 
Extreme  Diameter,  6  in. 


0 


Moassaaiffl 

Haiffiidl°H®a(l®im 

C@ipp®ir 


No.   121 

Height,   4  in. 

Extreme  Width,  d'z  in. 

Diameter  Opening.  3  ;4  in. 

Top  and  Base  Brass. 


L®^nniii  (Snap 


mi  V? 


No.   155 

Height,  12  in. 

Diameter  Base,  4  in. 

Diameter  Opening,  2  in. 


I  No.  94 

Height,  12  in. 
Extreme   Diameter,  9%  in. 
Diameter  Opening.  3'>  in. 


No.  93 

Height,  9  in. 

Diameter,   7  in. 

Iron    Handles. 


Mnessiisiffi!  JElnnadHlS©^^  C®pp©r 


si 

o      o 


No.  159 

Height,   7  in. 

Extreme  1  liameter,  111 ' ...  in. 

Diameter  Opening,  6  in. 

Top  Kim  Brass. 


No.   166 

Height,  16  in. 

Extreme  Diameter,  20yi  in. 

Diameter  Opening,    16   in. 

Brass  Rim. 


MrassnsiiB  IHIsinDdl=E®aift®na  Copper 


No.  129 

Height,  8,'i  in. 

Extreme    Diameter,   11   in. 

Diamete.  Opening,  9  in. 

Top  and   Base  Brass. 


CCfflMT 


C®sill  UkAdh 


mnsm 


Msmd°W>®mt<Bw  Copper 


Height,  10  in. 
Diameter.   15  in. 


Height,  16  in. 

Diameter,  13%  in. 

Iron   Handles. 

Brass  Base. 


No.   119 

Height.  18>A  in. 

Diameter.   11  in. 

Brass  Trimmings. 


Con^pdbsm  mmd  C@ml  Mmdkmft 


No.   I  ID 

Height,  5'/<  in. 

Diameter,   8  '2  in. 

Diameter  Opening,  3^  in. 


No.   112 

Height,  5  in. 

Diameter,  8%   hi. 

Diameter  Opening,  5%   in. 


No.   115 

Height,  15  in. 

Top  Diameter,  15  in. 

Brass  Trimming. 

Iron  Handles. 


Mtassnana  3HEainfldl=lB®ffl(b®im  Copper 


kn@ferm9  Air&Ik 


No.  148 

Height,  6J4  in. 
Extreme   Diameter.  4 '+ 
Tinned   Inside. 
Brass  Base. 


No.  144 

Height,  71..  in. 

Diameter,  5)4  in. 

Base  and  Center,  Brass. 

Zinc  Lined. 


£ 


No.   160 

(Set  Complete) 

Lamp  and   Match  Safe.   2%    in. 

Cigarette  Box,  3  x  4  in. 

Cigar  Box,  4)4  x4?4  in. 

Tobacco  Box,  654  x  6  in. 

Diameter  of  Tray.  15  in. 

Zinc  Lined. 


high 


No.   154 

(Cedar  Lined) 

Top,  6x11 

Height,    6  in. 

Inside  Box,  5  !4  x7>4  x4%  in. 

Brass    Trimmings. 


V 


No.  169 


Mnassnsffifl  HIiiiiidl=Il®fflft®na  C®jp)[p®r 


Height.  3'A  in. 
Diameter   Base,  4  in. 


No.   179 

Height,  8  in. 
Diameter  Jar,  4'4   in. 
Diameter  Tray,  9  in. 

Zinc  Lined. 


kiKofeim9  ^.ir&Ik 


No.  184 

Height,  5  in. 
Diameter,  5  in. 
Brass  Trimmed. 


No.fi  153J 

Length,  12  in. j   Width,  7  in.;   Height,  5*in, 
Cedar  Lined. "Brass  Trimmings.! 


IMnEssfiana  IHIiinndKBeailtenu 


T 

No.  181 

Height,  3  in 
Diameter,  2';   in. 


No.  157 

Length,  12  in.;    Width,  6!4  in. 

Height,  4%  in.;    Cedar  Lined. 

Brass  Trimmings. 


No.  185 

Tray,  7x11  in.      Wood  Base. 

Cigar  Holder — Diameter,  3  in.;   Height,  <i'/i  in. 

Match  Box — Diameter,  2  in.;   Height,  2  in. 

Alcohol  Lamp--Diameter,  1%  in.  j  Height,  \yi  in. 


^©awsirg 
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vmtt" 
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No.  97 

Height,  29  in. 
I  xtreme  Diameter,  14^  in. 
Diameter  Opening,    10   in. 


Height,  28  in. 

Width,   11  in. 
Opening,  %%  in. 
Brass  Trimming. 


HtmssBSinfl  Haumdl=IB@aft®ia  CopipxsF 


No.  96 

Height,  28  in. 

Extreme  Diameter,    12    in. 

Diameter  Opening,  1%  in. 

Brass  Trimming  . 


£C(giiwsirg 


No.  180 

Height,  26  in. 

Extreme    Diameter,    lit  in. 

Diameter  Opening,  6  in 

Base,  Brass. 


No.   167 

Height,  26  in. 

Extreme   Diameter,    111   in 

Diameter  Opening.  c'  in. 

Base,  Brass. 


No.  168 

Height,  27  in. 

Extreme  Diameter,  12'2  in. 

Diameter  Opening,   8  in. 

Base,  Brass. 


MnassnaiEi  !HEaiiB(al°H®aift®iffl  Copper 


CausA 


Sfclb 


No.   132 

Height,  10  in. 
Diameter  Base,  6  in. 


No.  135 

Height,  10  in. 
Diameter  Base,   5  in. 


No.  136 

Height,   9  in. 
Diameter  Base,  5  in. 


No.   131 

Height,  13'A  in. 
Diameter   Base,  4  in. 
Brass  Rings  and  Top. 


Dsnasm 


B3niJiidl=3B®siftffiffii 


C@pp®r 


No.  137 

Height,   8  in. 
Diameter  Base,_6  in. 


No.  145 

Height,  13  in. 

Extreme  Width,  12  in. 

Base,  6  in.  square. 

Brass  Trimmings. 


ooam 


Csuadllk 


)&Ib 


No.    147 

Height,   6  in. 

Base,  5  in.  square 

Brass  Rivets. 


No.   146 

Height,  17  in. 

Diameter  Base,  5%  in. 

Brass  Rivets. 


No.  48 

Height,  1'A  in. 
Width,  6'4   in. 


snaia 

EsinadHS®fflft®iffl 


QiJfliriT 


No.  177 

Height,  10  >,  in. 

Diameter  Base,  5  in. 

Brass  Trimming. 


No.  192 

(Holland  Match  Box) 

Length,  6  in.;   Width,  2  in 

Height,  5  in. 

All  Brass 


drill©  Sfcte  mmd 


SfflgQftdhi 


^©wain 


No.  178 

Height,  10  in. 
Diameter  Base,  5  '4  in. 


No.   151 

Height,  4)4  in. 

Length,  4  '■  in. 

Copper  and  Brass. 


No.   152 

Height,  5  in. 
Diameter,  2'4   in. 
Copper  and  Brass. 


Moassaaiim 

SEffluadHiSffisiftenn 


No.  138 

Height,  5y&  in. 
Diameter  Base,  5  in 


No.  196 

Height,  4  in. 
Diameter,    3  in. 
Brass  Handles. 


Canlni  Pir®p  3L& 


S*A^: 


No.  362 

Height,   7  in. 

Diameter  Top,  '''_•  in. 

Base,  5  x  5  in. 

Stained   Art  Glass. 


No.   364 

Height,  14  in. 

Top,  9x9  in 

Base,  8x8  in. 

Stained  and    Rippled  Glass 


Kosssnuna 
C@ipip@!r 


ADD  LngMs  Wk<sdl  aiimdl  E©si<%  fen*  Pa® 


No.  360 

Height,  7'j  in. 

Diameter,  Top,  10  in. 

Base,  5x5  in. 

Stained  Art  Glass. 


CbnHlki  mmd  IP®irdh  Lfe 


No.  324 

Diameter  Top,  5  in. 
Shade,  3  x  6  in. 
16  C.  P.  Light. 
Frosted  Glass. 


No.  326 

Diameter  Top,  8  in. 
Shade,  5  x  8  in. 
16  C.  P.  Light. 
Frosted  Glass. 


No.  368 

Height,  17  in. 

Base,  5  in.  Square. 

Stained  Art  Glass. 

16  C.  P.  Light. 


No.  369 

Height,  16  in. 

Diameter  Base,  5y2  in. 

Frosted  Glass. 


Al  La|Gflte  W: 


No.  328 

Diameter  Top,  5  in. 

Shade,  3x6  in. 

Brass  Trimmings. 

Frosted  Glass. 


sasum  OSsumdy 
€®pp®r 
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CanEnna^  Dn3  ®p  ILfa 


No.  310 


Extreme  Height,  30  in. 

Top,  24  x  24  in. 

Base,  18x18  In. 

Bead  Fringe. 

Stained  Art  Glass. 

2  x  2}i  in.  Opalescent  16  C.P.  Lights. 


No.  312 

Height,  8  in. 

Top,  10'A  x  10%  in. 

Base,  5%  x  5'4  in. 

Stained   Art  Glass. 


Monssnann 
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Uoossiiasa  SHIaBiidl°l]3®fflG®ini 
Coppsrr 


No.  31 1 

Height  over  all,  24  in. 

Diameter  of  Base,  18  in. 

Diameter  of  Top,  24  in. 

Head  Fringe;  16  C.  P.  Opalescent  Light. 

Bent.  Stained  Art  Glass. 


Pir@[p)  Lnj 


No.  300 

Extreme  Height.  -12  in. 
Extreme  Diameter,    30  in 
Diameter  Brass  Ball.  1U  in 
Diameter  Bells,  8  in. 

16  (      P.  Frosted  1  ights. 


AM  M&Us  Wniredl 


UrassSiina 
Copipxisr 


\<>.  332 

Extreme  Height.   .S  in. 

Diameter,  8  in. 
16  C.  P.  FrusteJ  Light. 


Quftrn 


Badly  S®f  ^s® 


mw@ 


Prop  Lnj 


No.  322 

Extreme    Height,  8  in. 

Diameter,  12  in. 

16  C.  P.  Frosted  Light  . 


Mncssnana  IHIifflidl=IS@i!ft®iBi  Copper 


AI  LMOnfe 


fired!  anadl 

M@ffl(%  i!®r  HJi 


No.  304 

Extreme  Height,   30  in. 

Extreme  Diameter,  21  in. 

Diameter  Brass  Ball,  10  in. 

Glass  Shades  Diameter,  2:u   in. 

2'A  in.  Opalescent  16  C.  P.  Lights. 


No.  330 

Extreme  Height,  27  in. 

Diameter.  2(1  in. 
16  C.  P.  Frosted  Lights. 


jyi  ILMMs  Wvsred 


ifedhrdliteir  saiadl 


assnauB 
nSanadl°IE®ai(i®iffl 
C@pp@r 


smd  M®adly  ff®sr  Us® 


No.  366 

Height,  12  in. 

Diameter,  5'i  in. 

16  C.  P.  Frosted  Light. 


QCJfflttT 


aurariT 


Extreme  Height,  18  in. 
Extreme  Width,  16  in. 

Base,  9'/2  x  7]/z 
16  C.  P.  Frosted  Lights. 


Hucssnanfl  IHhnadHBesfenB  Cojppsir 


Csmdllklbn3!}  sarmdl 


No.  314 

Extreme  Height,   18  in 

Diameter  Top,  11  in. 

Diameter  Base,  1(1  in. 

Brass   rrimmines. 

6  in.  16  C.  P.  Frosted  Light. 


«^V 


No.   325 


Extreme  Height,  13  in. 

Diameter  Base,  6  in. 

Brass  Trimmings. 

16  C.  P.  Frosted  Light. 

Shade,  Red   or  Yellow. 


Al  LngMs  Wfc®dl 
anadl  M®sx%  (for  HJi 


Liilbnw^  Lnj 


m 

QLiftinr 


Msassnaia  Eanadl=E®si(t(SiiD  Copper 


No.  316 

Height,  18  in.;  Spread  of  Top,  15  in. 

Bead  Fringe  ;    Stained  Art  Glass. 

3  16  C.   P.  2  in.  Opalescent  Light. 

All  Copper. 


/mr®e 


No.  318 

Height,  19  in.;  Spread  of  Top,  15  in. 

Bead  Fringe  ;  3-16  C.  P.  2  in.  Opalescent  Light. 

Copper  with  Brass  Trimming. 

Wood  Base. 


QOflim 


Cmdllklbirgi 


aundHSisiifta 


Height,  11   in. 

Diameter  Base,   5  in. 

Copper. 

16  C.  1'.  Light. 


No.  174 

Height  12  in. 

Diameter  Ba^e.   5  in. 

Minature  8  (.'.  P.  Light 

Copper  with  Brass  Trimmings. 


WSredl 


No.    175 

Height,  13  in. 
Diameter  Base,  5% 
Copper  or  Krass. 
16  C.  P    Light. 


L: 


m 


SV 


No.  354 

Extreme  Lensth,  9  in. 

Extreme  Width,   10  in. 

Extended  from  Wall  11  in. 

16  C.  P.  Frosted  Lights. 


No.  352 

Extreme  Height,  15  in. 

Extreme  Width,  10 '^  in. 

Extended  from  Wrall  8  >2  in. 

16  C.    P.  Frosted  Lights. 


No.  350 


Extreme  Width,  13  in. 

Extreme  Length,  9  in. 

Extended  from  Wall  13  in. 

16  C.  P.  Frosted  Lights. 


C@pp@r 


Extreme  Height,  17  in. 

Extreme  W'idth,  5  in. 

Extended  from  Wall  10  in. 

Frosted  Globe. 

16  C.  P.  Light. 


QiJfliriT 


No.  358 

Height,  12  in.;  Spread,  13  in. 

Extension  from  Wall,  7'2  in. 

Diameter  of  Shade.  3  in. 

16  C.  P.  Lights. 

All  Copper. 


Wk®dl  M(smS,j  for  Os© 


Mussnam  HasadHBeaftecn  Copper 


IM®  ILMhk 


No.  353 

Height,  16  in. 

Spread,  14  in. 

Extension  from  Wall,  7}i  in. 

Shades,  3x6  in.;  Frosted  Glass. 

16  C.  P.  Lights. 


m©mct 


No.  340 

Height,  13  in. 
Width,  9  in. 

Extension  from  Walt  4  in. 
With  electrical  connections. 


Qm>., 


No.  344 

Height,  15  in. 

Extreme  Width,  9  in. 

Extension  from  Wall  3  in. 

With  electrical  connections. 


IHamdHcBeateia  Copper 


No.  342 

Height,  15  in. 

Extreme  Width,  9  in. 

Extension  from  Wall  3  in. 


Wfcedl 

Meadk  Sop  HJs® 


Hnak  Stadia 


No.  170 

Length  \\]A  in. 

Width,  5y2  in. 

Ink  Wells  2  in.  square. 

Brass  or  Copper. 


Mosssaaisa  IHIiioBdl=3B<gaft®iia  C@p|p®r 


No.  171 

Length,  13  in. 

Width,  8  in. 

Ink  Wells  2.'s  in.  square. 

Brass  or  Copper. 


Qtjfltn 


Esnlk  Stodk 


No.  173 

Length,  12  in  ;  Width, 
Height  of  Back,  5  ir 
Oak  Base;  2  in.  Well 
All  Copper. 


No.  194 

Height,  4  in. 

Diameter.  5  in. 

2  in.  Well. 


No.  195 

Height,  3  in. 

Base,  41,  in.  Square. 

2  in.  Well. 


No.   164 

Height  of  Back,  5'/2  in. 

Base,  10'i  in.;  Width,  b'/2  in. 

Wood  Base;  2  in.  Well. 


MoassnaiB  IIsiisdl=B®a(£<8cn 
Copper 


No.  172 

Length,  11  in.;  Width,  b}i  in. 

Height  of  Back,  4  in. 

Copper  and  Brass. 


IPai[p@ir  &ifo?@g  unadl  W)mmk  Paidk 


No.  199 

Length,  13  in. 
Copper  Blade. 
Brass  Handle. 


No.   198 

Length,  10  in. 
Copper  Blade. 
Brass   Handle. 


F^ 


k 


F1 


No.  201 


No.  202 
19x24  in.;  Leather  Back. 


No.  203 


No.  200 

Length,  13^  in. 
Copper  Blade. 
Brass  Handle. 


I 
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